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The dimensions of the superior and inferior colliculi of the 
tectal lamina in people aged 18-91 years 


Wymiary wzgórków górnych i dolnych blaszki pokrywy u człowieka 
w wieku 18-91 lat 


The structure of the human CNS has not been fully defined yet. The availa- 
ble literature includes few data concerning the tectal lamina structure in hu- 
mans, more information concerns animals. Bo łgow etal. (2) analysed the dy- 
namics of the superior and inferior colliculus growth in intrauterine and extrau- 
terine life. They found out the width-length relations: for the superior colliculi 
2.10 in intrauterine life and 2.20 in extrauterine life, for the inferior colliculi 
2.72 and 3.26 respectively. The authors concluded that the increase of the tectal 
lamina elements was completed during the third year of life, and that the size va- 
riations between children and adults resulted from the differences in the fixation 
and measurement methods applied. Delmas and Pertuiset (3) presented 
the superior and inferior colliculus projections in various planes, Rauber- 
-Kopsch (7) observed that the anterior quadrigeminal bodies were bigger 
than the posterior ones. Sherman,Citrin,Barkovich, Bowen (9)re- 
ported the tectal lamina studies using MRI in healthy and pathological condi- 
tions. The abnormal colliculus thickness was observed in the pathological condi- 
tions. Sieglbauer R. (10) defined the superior colliculi as visuał while the 
inferior ones as auditory, the superior being broad and flat, the inferior narrow 
and high. Sinielnikow (11) stated that the inferior colliculi are smaller than 
the superior ones. Testut andLatarjet (13) presented the detailed de- 
scription of the tectal lamina structure and some colliculus dimensions. They di- 
stinguished the oval anterior colliculi and the spherical posterior colliculi. 
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MATERIAL AND METHODS 


The material was collected from the unifixed cadavers of both sexes aged 18-91 years in 
whom no CNS pathological changes were observed. 144 specimens were collected, 72 małe and 
72 female. The material was classifield according to sex and age, the groups included the suc- 
cessive series of tens of years up to 90 years. 

The measurements of the superior and inferior colliculi were performed on the anterior surfa- 
ce of the brain stem. The deviation angle of the colliculus axis from the median line and the colli- 
culus length. The colliculus axis ran with its length. The longest colliculus value was accepted as 
its length and the biggest dimension perpendicular to the length as its width. The colliculus height 
was measured from its apex to the tectal lamina level. The measurements were performed using 
the slide caliper (accurate within 0.05 mm) and the protractor (accurate within 0.5°), The results 
were compiled in tables and presented graphically. 


EXAMINATIONS 


The superior colliculi are obliquely placed, their upper ends deviated from 
the median line. The inferior colliculi are sphere-like shaped and their axes are 
almost horizontal. The left colliculi are mostly bigger than the right ones. 


Table 1. The results of average values in the individual age groups in males. 
Superior colliculi 
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Table 2. The results of average values in the individual age groups in males. 
Inferior colliculi 


Age groups Axis deviation Width 


right left right left 


Age Number side side side side 


[°] ©] ] [mm] | [mm] 


Table 3. The results of average values in the individual age groups in females. 
Superior colliculi 


Age groups Axis deviation 


right 
Number side 
of prep. 


41-50 


51-60 
61-70 
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Table 4. The results of average values in the individual age groups in females. 
Inferior colliculi 


Age groups | Axis deviation | Length 
er er „Wez = as — = 
ete | dche |= en right | left 

| side side side | si i side side 
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63.00 | 62.70. | 
| 59.40 | 61.90 | 


62.20 | 6190 | 
70.30 | 69.20 
| 68.70 | 70.00 
65.10 | 63.40 | 


DISCUSSION 


Testut andLatarjet (13) reported the length of the superior colliculi 
ranging from 10.0-12.0 mm and their width 7.0-8.0 mm. Lazorthes (5) re- 
ported the superior colliculus length as 10.0 mm and the width as 8.0 mm. 
Bołgow etal. (2) did not describe their measurement methods and their width 
values are higher than the length is 7.0-10.2 mm, the width 16.2-22.5 mm. The 
above mentioned authors found our that the growth of the superior and inferior 
colliculi ended during the third year of life and that the bigger dimensions in ad- 
ults resulted from the differences in the techniques of fixation and measure- 
ments. According to Sherman, Citrin, Barkovich,Bowen (9) the 
superior and inferior colliculi are equally thick, about 5.0 mm, and the size li- 
mits range from 2.0 mm to 7.0 mm. Most authors including Bochenek-Rei- 
cher (1) Delmas and Pertuiset (3), Gegenbauer (4), Rau- 
ber-Kopsch (7), Rouvier (8), Sieglbauer (10), Sinielnikow 
(11) and Sobotta-Becher (12) admitted that the superior colliculi are bi- 
gger and flatter than the inferior ones. According to them, the superior colliculi 
are ovally shaped and obliquely placed. 
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The present studies show that the superior colliculus length varies from 7.6 
mm to 16.0 mm while their width 5.2 mm to 9.0 mm. The results obtained reached 
or exceeded the values presented in literature. The superior colliculus height in our 
studies is 2.0-7.2 mm. No data concerning the deviation angles of the colliculus 
axis were found, whose values for the superior colliculi in our studies are 38°-65°. 

Discussing the inferior colliculi Rouviere (8),Sinielnikow (11) and 
others described them as spherical and smaller than the superior ones. Siegl- 
bauer (10) defined them as narrow and high, Bochenek-Reicher (1) 
described the inferior colliculi as the sphericaly shaped structures with the base 
diameter about 5.0 mm. Testut L. and Latarjet A. (13) reported the 
8.0 mm long and 6.0 mm wide inferior colliculi. La zorthes G. (5) mentio- 
ned the 8.0 mm and 6.0 inferior colliculi. B o ł g o w ct al. (2) reported the di- 
mensions of the inferior colliculi in adults as 4.1-6.3 mm long and 14.8-18.9 
mm wide. The comparison of those values with the other data is impossible 
since no measurement methods and sexes were given. 

In our studies the inferior colliculi were 5.0-9.0 mm long, 4.4-7.0 mm wide 
and 2.2-5.0 mm high. 

Most anatomists Bochenek-Reicher (1) Rauber-Kopsch (7), 
Sinielnikow (Il) and others found out that the inferior colliculi were 
higher than the superior ones, Sherman, Citrin, Barkovich, Bowen 
(9) proved that the superior and inferior colliculi were of equal height (approxi- 
mately 5.0 mm). 

The examinations performed in 144 cadavers of both sexes, aged 18-91 
show that in almost all of them, except few, the inferior colliculus height is smal- 
ler than the superior colliculus one and reaches 2.2-5.0 mm. The authors do not 
determine the deviation angle of the inferior colliculus axis from the median 
line, which in our studies is 46°-85°. 
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Fig. 1. The comparison of the length/width relations of the superior and inferior colliculi in males 
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Fig. 2. The comparison of the length/width relations of the superior and inferior cołliculi 
in females 
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Fig. 3. The comparison of the superior and om silicate kicha in males 
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Fig. 4. The comparison of the superior and Ri colliciji: heights in females 
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CONCLUSIONS 


1. The studies determined: the deviation angles of the superior and inferior 
colliculus axes from the median line, the length, width and height of the supe- 
rior and inferior colliculi. 

2. In the majority of the age groups the sizes of the left side are bigger than 
the right side ones. 

3. In all age groups the superior colliculi are ovally shaped, the deviation an- 
gles of the colliculus axes from the median line range from 38° to 65°. 

4. The inferior colliculi are sphere-like in shape, their axes are more devia- 
ted from the median line than in the superior colliculi; the deviation angle 
46°-85°. 

5. The difference between the mean length and width of the superior collicu- 
li is 2.07-5.25 mm. 

6. The difference between the mean length and width of the inferior colliculi 
is 0.5-2.50 mm and is significantly lower than the respective difference for the 
superior colliculi. 

7. The average values of the superior colliculus heights in all age groups exa- 
mined are higher than the height values of the inferior colliculi while in some in- 
dividual cases which included 9 male and 8 female cadavers, the inferior collicu- 
li are higher. 
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STRESZCZENIE 


Badania przeprowadzono na 144 zwłokach, 72 męskich i 72 żeńskich. Mierzono: kąt odchyle- 
nia osi wzgórków od linii pośrodkowej, długość, szerokość i wysokość wzgórków górnych i dol- 
nych blaszki pokrywy na powierzchni grzbietowej pnia mózgu. Wymiary zebrano w tabelach, a 
ich zależności przedstawiono na wykresach. 


